BOARD OF APPEALS 



Colon of Arlington 

Arlington, Massachusetts 02476 


5 1 Grove Street 
Telephone (781) 316-3396 


June 8, 2020 

Pursuant to Section 14(b)(5) of Chapter 53, of the Acts of 2020, the hearing scheduled for June 9, 2020 
at 7:00 p.m. re: ZBA Docket No. 3515; the Thorndike Place, LLC Comprehensive Permit Application is 
hereby continued on authority of the Chair with the consent of the Applicant until July 14, 2020, at 7:00 
p.m. 


Sincerely, 




